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Message Text 


PAGE 01 TOKYO 05526 250934Z 

11 

ACTION EA-10 

INFO OCT-01 ISO-OO EB-07 OC-05 CIAE-00 INR-07 NSAE-00 PA-02 

PRS-01 USIA-15 /048W 

041370 

R 250850Z APR 75 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 9704 
US ERDA GERMANTOWN 

UNCLAS TOKYO 5526 

E. O. 11652: N/A 
TAGS: TECH, JA 

SUBJECT: EARTHQUAKE TEMPORARILY STOPS POWER FACILITIES IN KYUSHU 

AN EARTHQUAKE, WHICH OCCURRED AT DAWN OF APRIL 21, STOPPED 
THE OITA TRANSFORMER STATION AND 25 OTHER TRANSFORMER STATIONS 
IN ZHAREA OF THE KYUSHU EPCO'S OITA BRANCH. 21 POWER 
STATIONS 57,000 KWE IN TOTAL INSTALLED CAPACITY WERE STOPPED. 

THEY INCLUDED THE ODAKE GEOTHERMAL POWER STATION (11,000 KWE) 
AND SHINOHARA HYDROELECTRIC POWER STATION (8,000 KWE). MOST 
OF THESE FACILITIES RETURNED TO NORMAL BY DAYBREAK. AN AREA 
AROUND KUJU LAKESIDE HOTEL IN YUFUIN IS STILL WITHOUT ELEC- 
TRICITY AS OF THE MORNING OF APRIL 21. THE EPICENTER WAS 
ABOUT 20 MILES SW OF OITA CITY. SEISMIC INTENSITY WAS FIVE 
AT OITA (MAGNITUDE WAS 6.4). 

HODGSON 

UNCLASSIFIED 
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